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Index

Lithium aluminum hydride, 70

fires involving, 163
Lithium azide, 117
Local ventilation, references to studies of,

211
Los Angeles Fire Department standard for

cabinets, 227

Loss of utility service, 175
Lower flammable limit, 58
Low-temperature equipment, 86

Magnesium, 119, 122
Magnesium powder, 62
Magnetic stirrers, 185
Maintenance

of equipment, 24

of ventilation systems, 209
Maintenance personnel, 5
Maleic anhydride, 145
Management, responsibility for safety pro-
gram, 6

Manganese salts, 149
Manometers

for evaluation of hood performance, 206

suppliers of, 210
Masks

nuisance dust, 167

particulate removing, 167

surgical, 167

toxic dust, 167
Material Safety Data Sheets (OSHA form

20), 215

Maternal alcoholism, 34
Medical care and treatment (see first aid)
Medical facilities, 173
Medical program, recommendations for,

11
Medical  surveillance,   recommendations

for, 11

Mercaptans, storage of, 229
Mercury, 31, 34

and its compounds, 52

spills of, 53

storage of, 229

Mercury-containing thermometers, 184
Metal fires, 174
Metal hydrides, 221
Methanol, 122

Safety Data Sheet for, 137
Methodology of epidemiological studies,
248

Methyl chloride, 93

Methyl chloromethyl ether, 37, 50

3-Methylcholanthrene, 48

4,4 -Methylene-bis(2-chloroaniline), 37

Methylmethacrylate shields, 170

Met-L-X fire extinguishers, 163

Mixing devices, 185

Mixtures, effects of (see combined effects

of chemicals)
Mixtures, flammable

in hoods, 202

in ovens, 183

in refrigerators, 184
Mixtures of air with gases, liquids, and

dusts, 62

Modes of action of toxic substances, 34
Monitoring

biological, recommendations for, 16

of airborne contaminants, 198

of chemical substances, recommenda-
tions for, 12

of hood performance, 206
Morpholine, Safety Data Sheet for, 138
Mortality among chemists, 247
Motor-driven equipment, 181
Motors for stirring or mixing devices, 185
Mouth-to-mouth resuscitation (see cardio-

pulmonary resuscitation)
Mutagenic, definition of, 104
Mutagens, disposal of, 233

a-Naphthylamine, 37, 103

/3-Naphthylamine, 37, 103

National Fire Protective Association
(NFPA), 220, 226

Neck injuries, treatment of, 177

Negative-pressure glove boxes, 208

Neoprene gloves, 157

Nerve gases, disposal of, 233

Neutralization of materials before dis-
posal, 231

New substances, possible hazards of, 1

Nickel carbonyl, 48, 99

Nitrates, 62, 124

Nitric acid, 59, 145, 146

Nitric oxide, 100, 117

Nitrile rubber gloves, 157

Nitrobenzene, Safety Data Sheet for, 139

4-Nitrobiphenyl, 37

Nitro compounds, 65

Nitrogen, liquid, 61